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Oaktron’s Al-10. The 
tested speaker system for 
controllable speech privacy 


in open office planning. ITHACO 
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The Al-10 system provides acoustical privacy in the open 
office, library, etc. from one work zone to the next without The 


stifling speech clarity within each work zone. Patented Lahti 4 
Pressure Velocity principle gives a pleasant, constant predictable 
whisper of sound - renders distracting conversations unin- - 

telligible. Can also be used for simultaneous paging and filter. 
music. 
The Al-10’s greater dispersion efficiency means that fewer Get +1% gain,+1% frequency and+2° 
units are necessary, each unit controlling 250 sq. ft. on eprieagyns & 24 dB/octave. From 


average. Now in use in over 1,500,000 sq. ft. of office space. 01 Hzto 1 MHz. With tenth decade 


Meets GSA requirements as stated in Public Building TB-2. 


Write or call today for more information. For information on electronic filters, AC 
instrun entiation amplifiers, dynamic 
strain gage and 

amplifiers, contact: Ithaco, Box 818- 
tor over MDB, Ithaca, NY. 14850.607/272-7640. 
1000 30th St., Monroe, WI 53566 
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